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Message Text 


UNCLASSIFIED 

PAGE 01 SANTIA 05245 292232Z 

11 

ACTION EB-07 

INFO OCT-01 ARA-10 ISO-OO AGR-10 COME-OO TRSE-00 OMB-01 

STR-04 CIAE-00 INR-07 NSAE-00 /040 W 

118945 

R 292006Z JUL 75 
FM AMEMBASSY SANTIAGO 
TO SECSTATE WHDC 4163 

UNCLAS SANTAGO 5245 

E.O.l 1652:N/A 

TAGS: EAGR, EIND, ETRD 

SUB J ; RUBBER: REQUEST FOR RUBBER PRODUCTION AND CONSUMPTION DATA 
REF: STATE 168332 

1. RUBBER CONSUMPTION IN CHILE, 1974, IN METRIC TONS. 

SOLID NATURAL RUBBER 6445 

LATEX 339 

SBR 4972 

LATEX EMULSION 37 

IR ISOPREME 7.5 

BR BUTADIENE 1856 

EP ETHYLENEPROPYLENE 12 
BUTYL 522 

NEOPRENE (CHLOROPRENE) 673 
NITRILE 166 

OTHER 51 

MASTERBUTCH SBR 1683 

2. ALL RUBBER CONSUMED IN CHILE IN 1974 WAS IMPORTED. 

THERE WERE NO EXPORTS. PRODUCTION DATA NOT READILY AVAILABLE. 

1973 AND PREVIOUS DATA NOT IMMEDIATELY AVAILABLE. 

POPPER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RUBBER, CONSUMPTION, DATA, IMPORT DATA 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SANTIA05245 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750262-0288 
From: SANTIAGO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975071 2/aaaaaksn.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 168332 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JAN 2003 by ThomasVJ>; APPROVED <02 FEB 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RUBBER: REQUEST FOR RUBBER PRODUCTION AND CONSUMPTION DATA 
TAGS: EAGR, EIND, ETRD, Cl 
To: STATE 
Type: TE 
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